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Where  Do  The  Candidates  Stand  on  Power  Issues? 

Hfif  an*  ifsiilts  of  Eloiiriial  |>ie-elettion  roiiniliip. 

A  Iclltr  to  l)()ih  major  ( aiulidatcs  i fcjiicstiiifi;  llu’ir  \ic\VN  on  tlu*  role*  ol  f><ivernnKiU  aj'in- 
( irs  ill  llu-  clcdrir  ulility  iiulmtiy  bronchi  tliis  reply  Irom  Senator  keiinedy: 

“I’robablv  the  l)est  answer  lo  yonr  iiupiiry  about  iny  position  on  RtA,  aioinir  power  ilevel- 
opinent,  development  of  multipurpose  hydro  projeets  and  federal  intenonnet tion  of  |M)wer  la- 
(ilities  is  eontained  in  the  nine-jK)int  program  lor  resonnes  development  whidi  1  outlined 
at  Billings.  Mont.  ... 

“I  might  add  that  in  other  s peer  lies,  1  have  staled  my  belief  that  the  lederal  government 
should  proieed  directly  with  the  development  ol  atomic  reactors  lor  electric  energy  produc¬ 
tion  and  the  program  is  now  lagging  lar  behind  the  schedule  lor  development  forecast  in 
Ml.")  I  and  siibsecpient  years  by  the  .\toniie  Energy  (amnnission  .  .  ." 

No  statement  had  been  received  Irom  Vice  President  Nixon  at  press  lime,  although  several 
attempts  were  made  to  secure  one. 

('.ongressional  nominees  from  Western  stati‘s  were  |)ollecl  on  the  lollowing  cpiesiioiis  ol  con 
cell!  to  the  electrical  industry. 

1.  My  views  favor  jMiwer  development  by;  (I)  private  companies  (2)  public  agencies  (.'$)  troth. 

2.  Federal  agencies  should  Ih*  active  in  your  state  in:  (I)  multipurpose*  liyclro  projects  (2)  any 
hydro  projc*cts  (.H)  fossil  fuel  generation  (1)  nuclear  generation. 

.'{.  Do  you  favor  ecpial  tax  treatment  of  all  power-prcMiuc ing  agencies,  |>ublic  and  private? 

1.  Do  you  favor  a  ft*clc*rally  sponsored  electrical  power  grid? 

Answers  to  these  cpic*slions  are  tabulated  on  page  three,  (iomments  excerpted  Irom  the 
replies  supplement  the  tahic*. 

(i-E  .Strike:  .\s  we  wc*nl  to  press  two  more  Western  union  locals  (l.V.M  .ii  .San  |ose  and 
IBKW  at  Portland)  had  accepted  a  three-year  contract  with  the  company,  bringing  total  .ic- 
ceptances  in  the  area  to  six  and  in  the  nation  to  more  than  111.  Situation  at  three  Bav 
.\rea  pl.ints  and  two  .Se.illle  seisice  shops  being  struck  by  U  K  rem.iineci  unch.uiged  .it  press 
time. 

(ienc*rally  the  strike  is  tight  in  the  East,  light  in  the  Wc*st.  As  it  became  elleciise 
two  trends  were  clearly  clisceinible.  (I)  Union  solidarity— the  bac  k-lhe-union  right  oi 
wrong  attitude  is  the  reason  that  many  lUK  locations  are  out  on  strike:  (2)  the  lUK  is  get 
ling  little  or  no  support  Irom  other  unions.  'I'eainsieis  h.ive  been  instructed  to  cross  picket 
lines,  riu*  situation  nation-wide,  which  is  set  loilh  clearlv  in  the*  news,  doesn't  make 
cleat  the  latl  that  in  the  West  only  .'ill)  ol  111,0(10  (,  K  employers  .ire  out  on  strike. 

The  big  cpiestion  is  how  elleclicc*  will  a  strike  be  w  heie  people  are  asked  to  lot  ego  p.i\ 
cheeks  solely  lot  the  snp|Hni  of  a  union  leader.  This  leeling  became  esideni  when  the  hig 
.Schenectady  local  .SOI  business  agent  told  a  mass  meeting,  “I  know  you  all  w.ini  to  go  back 
to  woik,  and  I  say  when  we  go  back  we  go  back  stiong  and  united.  Local  .SOI  will  not  be  .i 
sacrilicial  lamb  lor  the  National." 


What's  Going  on  in  PCEA 
Tenth  of  a  Series 


FRED  J.  BERTOLONE 

Chairman.  C.ommrriial  Inilusirial  l.i^htiiif’  Commilire 


CURTIS-ALLBRITE  LIGHTING.  INC.. 

SAN  FRANCISCO 


A  potcMitial  business  source — the  virtually  untapped  relighting 
market — can  yield  millions  of  dollars  in  new  business  to  the 
electrical  industry  this  coming  year. 

Convinced  of  this,  the  C(^nimercial-1  ndustrial  Lighting 
Committee  will  devote  itself  to  developing  this  multi-million 
dollar  mine. 

In  the  year  ahead,  it  will  use  sales  aids — slides,  photographs, 
figures,  charts,  graphs  and  histories  of  successful  relighting  jobs 
— to  stimulate  sales  activity  in  relighting. 

M  ile  committee  jioints  out  that  a  relighting  job  must  include 
not  only  lighting  fixtures  hut  also  many  other  electrical  materials 
to  meet  today’s  high  illumination  standards.  The  committee  will 
liromote  sales  of  these  other  materials — he  it  wiring  or  wattage — 
to  the  benefit  of  many  arms  of  the  electrical  industry. 

M'he  committee  feels  that  its  relighting  sales  promotion 
pretgram  will  help  the  entire  industry. 


PACIFIC  COAST  ELECTRICAL  ASSOCIATION 


Questions  and  suggestions  on  assy  PCBA  actM$y  are  iesvitesL 
5S0  W.  Sixth  St.,  Lm  Angelct  14 
681  Market  St.,  San  Frandaco  S 


How  the  Candidates  Stand  on  Power  Issues 


(continued) 


QUESTIONS 

1.  My  views  favor  power 
development  by: 

2.  Federal  agencies  should 
be  active  in  your  state  in: 

3.  Do  you  favor  equal  tax 
treatment  of  all  power-pro¬ 
ducing  agencies,  public  and 
private? 

4.  Do  you  favor  a  feder¬ 
ally  sponsored  electrical 
power  grid? 


Stair  Name  and  Nominrr  tor 

Aril.  M.  Vtatheson 

Conf;rrv(ional  Dist.  No.  2 

Calif.  F.  C;.  Dupuis 

C'.()n);res.siimal  Dist.  No.  I 
Nick  Vcrreos 

ConKrrssional  Dist.  No.  5 
|.  .\.  Younger 
Congressional  Dist.  No.  9 
Craig  Hosnier 
Congressional  Dist.  No.  18 
it.  A.  Kasem 

Congressional  Dist.  No.  25 
).  H.  Rous.selot 
Congressional  Dist.  No.  25 
\V.  F.  McIntyre 
Congressional  Dist.  No.  26 
R  M.  Castle 

Congressional  Dist.  No.  27 
|.  B.  I'tt 

C.ongressional  Dist.  No.  28 

C4>lo.  Cordon  .Allott 

Sc-nate 

|.  FI.  Chenoweth 
C.ongressional  Dist.  No.  3 
Wasne  Asf/inall 
Congressional  Dist.  No.  4 

Mont.  I.co  (iraslrill  |r. 

Congressional  Dist.  No.  2 

N.  M.  |.  D.  Rolil).  Congressional 

I’osition  No.  2 

Ore.  Ronald  I’liair 

C.rmgressional  Dist.  No.  2 

Wash.  C.  Y.  Holman 

Congressional  Dist.  No.  1 
I’asson  I’eterson 
Congressional  Dist.  No.  2 
(Catherine  May 
C.ongressional  Dist.  No.  4 
Walt  Horan 

Cirngressional  Dist.  No.  5 


Answers  To  Questions* 
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No.  4 


*  C.oniments  and  qualifications  made  it  difficult  to  talmlate  some  replies  and  thes  were  omitted 


N<>minet*s  were  invitetl  to  give  other  brief  comments.  Here  are  excerpts; 

F.  (i.  Dupuis:  “Feileral  agencies  should  be  active  in  C^alifoinia  in  multipurpose  hydro 
projects  to  the  extent  of  fulfilling  their  traditional  responsibilities  for  flootl  control. 


El•ctrk•l  (with  which  is  consolidated  The  Journal  of  Electricity). 
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Ill  the  power  phase  ol  suth  projects  I  favor,  wherever  possible,  the  Eisenhower  coiuept  of 
partnership  between  |jrivate  enterprise  and  tlie  federal  government. 

“The  people  .  .  .  have  been  well  served  by  taxpaying  private  enterprise  power  tompanies 
with  progressive  managements  hniking  forwartl  to  the  future  needs  and  growth  of  oiir  seven 
counties.  One  of  the  pioneer  atomic  energy  power  plants  is  being  developed  in  onr  dis¬ 
trict  .  .  . 

“There  is  no  federally  generated  power  in  the  district  and  no  demand  for  any  ...  1 
would  oppose  the  siphoning  off  of  our  taxes  to  provide  artificially  cheap,  tax-subsidi/ed 
power  to  industries  and  domestic  consumers  in  the  service  areas  of  public  jKiwer  projects.” 

Nick  Verreos:  “I'm  inclined  to  favor  | power]  tlevelopment  by  the  private  sector.  If 
this  is  not  feasible  then  I  would  favor  federal  intervention.” 

J.  A.  Younger:  Do  not  favor  a  federally  sponsored  electrical  power  gi  iil  “unless  it  is 
tied  in  also  with  private  agencies.” 

G.  A.  Kasem:  “.  .  .  we  should  proceed  forthwith  on  all  fronts  in  development  of  electri- 
tal  energy.  Cireat  emphasis  should  be  placed  on  nuclear  energy  because  it  appears  to  show 
j)romise  of  eventually  becoming  the  most  economic  source  of  jxtwer.  .\11  governmental 
encouragement  should  be  given  to  private  (oncerns  to  extend  their  efforts  in  this  field.” 

J,  H.  Rousselot:  Federal  agencies  should  be  active  in  nuclear  generation  “only  when  pri¬ 
vate  agencies  cannot  do  jthej  job.” 

W.  E.  McIntyre:  ”...  I  do  not  believe  the  federal  agencies  should  be  active  in  the 
.State  of  California  in  any  of  the  specified  classifications  unless  dire  emergencies  shonld 
necessitate  such  involvement. 

"...  1  would  favor  equal  tax  treatment  of  all  power-producing  agencies,  public  ami 
private,  except  that  equal  tax  treatment  may  give  more  profit  to  public  projects  which  do 
not  face  the  realities  of  business  life. 

"...  I  do  not  favor  a  federally  sjxtnsored  electric  power  grid.  After  conferring  with 
some  scientific  engineers,  1  am  now  aware  of  the  inefficiency  in  the  maintenance  and  oper¬ 
ation  of  federal  electric  projects.  Consequently,  I  believe  that  the  federal  government 
should  stay  out  of  this  field  as  much  as  possible  also.” 

Gordon  .Yllott:  “I  favor  a  federally  sponsoietl  electrical  powet  grid  where  needed  to 
supply  preference  customers  and  where  economically  advantageous  for  the  consumer. 

“1  believe  the  Lincolnian  Doctrine  is  applicable  in  the  public-private  power  area  as 
much  as  any  other  area  of  the  economy  and  accordingly  believe  that  in  rural  electrification 
and  development  of  our  hydro  resources,  multipurpose  projects,  there  is  a  proper  role  for 
the  government  to  play.  The  Lincolnian  Doctrine  tlictates  reclamation  but  not  domination.” 

J.  E.  Chenoweth:  Regarding  equal  tax  treatment  of  both  public  and  private  power  produc¬ 
ing  agencies:  “I  do  not  believe  this  is  possible.” 

J,  D.  Robb:  Federal  agencies  should  be  active  in  New  .Mexico  only  “if  private  industry 
cannot  do  it  as  well  or  better.” 

G.  V.  Holman:  “In  the  .State  of  Washington  we  arc  fared  with  the  possibility  of  devel¬ 
oping  power  from  fossil  fuel  generation  and  nuclear  generation  as  well  as  hydro  projetts. 

Only  federal  agencies  are  large  enough  in  scope  to  develop  these  opportunities. 

‘T'ederal  development  of  the  huge  hydroelectric  projects  resulted  in  fantastic  sales  of 
electrical  appliances  and  thereby  brought  to  the  United  States  a  high  standard  of  living. 

“It  was  federal  development  of  hydroelectric  projects  that  developed  the  atom  bomb  and 
brought  an  end  to  World  War  II.” 

Gatherine  May:  “If  a  federally  sponsored  electrical  jxtwer  grid  is  to  be  considered  as 
an  extension  of  the  BPA  network  or  is  to  be  considered  as  a  national  network,  I  would  op¬ 
pose  it  as  being  an  unnecessary  expenditure  which  would  have  little  or  no  immediate  value 
as  so  much  of  our  generation  nationally  is  by  steam  plants  or  other  thermal  generation, 
which  is  engineered  to  meet  local  requirements.  They  do  not  have  the  diversity  which  we 
have  in  the  Northwest  with  hydroelectric  generating  plants,  with  reservoirs,  water  storage 
and  run  of  the  river  plants.  In  our  case  the  grid  as  operated  by  the  power  pcKtl  is  very- 
advantageous.  On  a  national  level  I  would  consider  it  unnecessary  and  unwise.” 

Walt  Horan:  Equal  tax  treatment  of  lx)th  public  and  private  power  producing  agencies 
“must  be  weighed  in  the  over-all  public  interest. 

“Some  of  these  [questions]  do  not  have  such  simple  solutions.” 
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With  U.  S.  Department  of  Interior  approval,  the  long-distussed  Four  C^orners  power  plant 
will  s(K)n  be  untlerway.  I'he  project  jointly  proposed  by  Utah  Construction  Co.  and  Arizona 
Public  Service  will  result  in  an  initial  construction  of  a  175,()00-k.w  steam  plant  with 
transmission  lines  extending  across  the  reservation  into  Arizona. 

Faced  with  a  problem  of  stringing  wires  through  a  147-ft-long  section  of  2-in.  ctmduit 
in  construction  of  an  irrigation  system,  .Mario  and  Bill  Ferrante  called  on  a  strange  ally— 
a  white  rat  rented  from  a  pet  store.  'I'he  rat  was  fitted  svith  a  harness  and  string  attach¬ 
ment,  placed  in  the  conduit  and  made  the  transit  overnight.  The  rat-threaded  string  was 
used  to  pull  a  cable  through  the  conduit  and  with  it  13  electrical  wires  were  put  in  place. 

Fee  for  the  rat— $(>! 

For  the  third  time  in  10  years  of  negotiation,  the  (a)lumbia  Interstate  Camipact  Commis¬ 
sion  agreed  on  a  (ompact  covering  the  use  of  the  water  resources  of  the  (iolumbia  River 
Basin.  This  compact  would  establish  a  commission  of  lb  members  that  would  review  propos¬ 
als  for  dams  and  other  projects  on  the  Columbia  and  tributaries  and  give  recommendations 
to  Congress  on  whether  they  should  be  built.  12-member  vote  would  be  necessary  to  make 
a  recommendation. 

The  compact  must  be  approved  by  the  legislatures  of  all  major  states,  which  include 
Washington.  Oregon,  Idaho  and  .Montana.  Minor  states  in  the  agreement  are  Nevada,  Utah  and 
Wyoming. 

Power  Iroin  P.NP’s  High  .Mountain  .Sheep  Dam  on  the  Snake  will  be  delivereil  at  1  mill 
|K‘r  kw  less  than  power  from  the  conflicting  Nez  Perce  project  proposed  by  Washington  PUDs, 
Armor  B.  .Martin,  engineer  and  management  ccKUilinator  for  PNP,  said  in  Portland.  He  con¬ 
tended  that  “unrealistic  figures”  are  being  used  in  claims  that  power  from  Nez  Perce  during  its 
first  year  would  cost  only  2.85  mills  per  kwh;  that  considering  all  factors  to  arrive  at  true 
power  costs  power  delivered  to  load  centers  will  be  4.9.5  mills  per  kwh  at  wholesale  as  com¬ 
pared  to  3.90  for  High  .Mountain  Sheep. 

Natural  furnace  drives  electric  turbine— Steam  brought  from  deep  within  the  earth  through 
wells  has  begun  to  spin  the  turbine  of  .America’s  first  geothermal  electric  power  gener¬ 
ating  station  at  the  Geysers  in  .Sonoma  Qsunty,  California.  The  l2,.5(M)-kw  plant  is  owned 
and  operated  by  the  Pacific  (ias  and  Electric  (a).  The  steam  wells  were  developed  by  the 
'Fhermal  and  .Magma  power  companies. 

Rejrorts  come  to  us  that  two  Northwest  jjower  companies  are  talking  seriouslv  alxmt  a 
merger. 

Only  Western  winner  in  the  EEI  Light  fcrr  Living  Contest— .Mrs.  Robert  1).  .Milloy  of  Mercer 
Island,  Wash.  — will  move  into  her  all-electric  home  in  November.  During  the  last  part  of 
October  Puget  Sound  Power  &  Light  Ca>.  will  show  the  home  to  the  industry  and  to  the  general 
public.  Utility  promotion  of  the  event  features  the  many  cooperating  suppliers  who  helped 
.Mrs.  .Milloy  parlay  the  value  of  her  home  to  nearly  double  the  original  S20,00()  awarded  her 
as  first  prize  winner  in  the  national  contest. 

Foreign-made  pum|)s  and  motors,  California’s  .Attorney  (ieneral  Stanley  .Mosk  ruled,  may  not 
be  purchased  by  the  state  or  by  any  of  its  {xilitical  subdivisions  for  their  own  use,  ac¬ 
cording  to  the  state’s  “Buy  .American"  statute.  Only  if  such  equipment  is  bought  for  com¬ 
mercial  resale  or  production  of  goods  for  sale  may  they  be  of  foreign  make.  I'he  ruling 
came  after  a  recpiest  by  State  Senator  McAteer  and  following  consultation  with  the  U.  S. 

State  Department. 

Howard  E.  Bay  ley  and  Charles  I.  Berrell  are  the  two  nominees  for  Districts  H  and  8  vice 
presidencies  of  National  Electrical  Omtractors  .Assn,  to  be  voted  at  the  national  conven¬ 
tion  in  Las  V'egas,  Oct.  24-27.  Bayley  of  Industrial  Electric  Car.,  .Seattle,  has  lieen  Puget 
.Sound  (Chapter  president  and  governor;  Berrell  of  the  Howard  P.  Foley  Co.,  .Salt  Lake  (atv, 
has  likewise  served  in  both  capacities  for  Intermountain  Chapter. 

Denver  1961  Electrical  and  Electronics  Exhibit  will  be  held  Feb.  21-22  at  the  Denver  Hil¬ 
ton,  s|)onsoretl  by  the  Rocky  Mountain  Electrical  Manufacturers  Representatives  Club  Inc. 
[aines  T.  Wall  is  show  chairman.  It  will  be  the  third  that  this  group  has  staged.  Now 
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they  are  to  be  held  biennially.  Some  150  spaces  will  be  available  compared  to  the  70  in 
1958  and  100  in  1959.  Attendance  will  be  restricted  to  those  of  industry  and  professional 
interest. 

Warning  of  bankruptcies  in  the  Los  Angeles  area  in  the  construction  field  from  January 
through  .August  of  1960  was  sounded  by  Ray  Carey,  executive  vice  president,  Los  Angeles 
(Chapter,  NEC.A.  He  cites  figures  totaling  957  construction  industry  failures,  of  which  56 
were  electrical  contractors  with  total  assets  of  $312,199  to  liabilities  of  $1,795,590. 

.August  electrician  employment  figures,  however,  showed  a  good  increase.  A  research  team 
employed  by  the  Ix)s  .Angeles  Electrical  Bid  Depository  estimated  that  some  $2,075,515  were 
lost  in  profits  by  electrical  contractors  in  the  county  tluring  1959  because  of  bad  bidding 
practices. 

Westinghou.se  Electric  Supply  suffered  a  disastrous  fire  that  cttmpletely  destroyed  both  its 
inventory  and  the  building  at  its  Oakland  branch.  Oct.  3.  Loss  both  in  inventory  and 
building  is  now  estimated  to  reach  $600,000.  But  for  those  who  owe  an  account,  the  rec¬ 
ords  were  not  lost.  They  w’ere  safe  in  a  cardex  system  in  San  Francisco.  WESC^O  is  operat¬ 
ing  temporarily  for  Oakland  area  from  the  Westinghouse  warehouse  in  Emeryville. 

Electric  Heating  shows  warm  promise  in  even  the  coltler  heights  of  the  Rtxkies.  Great  in¬ 
terest  and  exceptional  attendance  w'ere  had  at  the  Electric  Heating  Workshop  that  Colorado 
Farm  Power  Council  put  on  in  Denver  last  month,  which  will  be  reported  in  the  November  is¬ 
sue.  Many  of  the  speakers  at  the  First  National  Electric  House  Heating  Sym|K)sium  in  Chi¬ 
cago  in  March  addressed  the  Colorado  meeting.  .More  than  200  attended  the  two-day  workshop. 

Mercury  .street  lights  are  being  installed  along  Waikiki  as  the  first  part  of  a  plan  to  re¬ 
light  the  whole  of  the  island  of  Oahu.  First  units  were  turned  on  Oct.  4. 

From  the  Dc'sk  of  H.  F.  Hartzell,  President 
Pacific  Ckiast  Electrical  Assn. 

This  is  a  welcome  opportunity  for  me  to  pay  tribute  to  our  section  guidance  committees.  I 
have  attended  the  meetings  at  which  each  has  established  its  objectives  and  program  for 
the  year  ahead,  and  I  have  been  tleeply  impressed  with  their  seriousness  of  purpose.  To 
the  management  of  our  company  members  I  say,  without  hesitation,  that  this  year’s  confer¬ 
ences  will  merit  your  fullest  support.  1  hope  that  you  will  not  only  send  substantial  del¬ 
egations  of  representatives  to  participate  in  the  discussions;  but  I  also  recommend  and 
urge  that  you  attend,  personally.  You  will  find  it  most  reassuring  to  observe  the  vigor 
with  which  the  industry’s  problems  are  attacked  by  these  delegates. 

Please  note  the  following  change  in  the  dale  and  location  of  the  fall  conference  of  the 
Administrative  Services  Section.  This  meeting  will  be  hehl  at  the  Safari  Hotel,  .Scotts¬ 
dale,  Ariz.,  on  Dec.  1-2,  1960.  Fhere  will  be  five  discussion  groups— Pur<  basing  and 
Stores,  Building  Design  and  \faintenance.  Customer  Accounting,  C^redits  and  Collections  and 
the  Economics  of  the  Utility  Industry.  The  complete,  detailed  program  for  this  conference, 
including  hotel  reservation  form,  is  now  on  the  press  and  will  be  mailed  to  all  members 
about  Nov.  1. 

.Although,  to  many  of  you,  it  may  seem  as  though  our  recent  convention  was  “just  yesterday,’’ 
it  requires  almost  a  full  year  of  planning,  organizing  and  programming  for  such  a  meeting 
to  be  successful.  I  learned,  therefore,  that  one  of  the  first  jobs  of  a  newly  elected 
president  of  PCEA  is  to  start  work  on  the  convention  at  which  he  will  be  retired  from  of¬ 
fice.  I  feel  particularly  fortunate  in  being  able  to  announce  that  C].  C.  Walker  has  con¬ 
sented  to  serve  as  general  convention  chairman  and  (].  W.  "Brodie”  Leihy  has  accepted  the 
chairmanship  of  the  program  committee.  The  personnel  of  the  other  convention  committees 
will  be  announced  shortly.  Incidentally,  if  any  of  you  have  not  heard— the  convention 
will  be  at  the  Sheraton-Palace  Hotel,  San  Francisco,  May  17-19,  1961,  Hope  you  will  all 
plan  to  be  there. 

I  recently  had  the  pleasure  of  attending  the  annual  convention  of  the  Northwest  Electric- 
Light  and  Power  Assn.,  and  enjoyed  it  immensely.  There  were  five  PGEA  directors  at  this 
meeting  and  we  join  in  extending  to  NELPA  our  congratulations  for  a  highly  successful  con¬ 
vention.  This  interchange  of  representation  is  beneficial  to  both  associations,  and  we 
are  looking  forward  to  returning  their  many  courtesies  to  us. 
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Only  Simplex  C-L-X . . . 
the  Completely  Sealed 
Cable  System ...  is  Built 
‘  for  Torturous  Conditions 
Like  This 


The  cable  you  see  here  is  not  interlocked  armor.  It  is 
Simplex’  new  C-L-X  .  .  .  the  completely  sealed  cable 
system. 

•  Completely  sealed  against  liquids  and  gases. 

•  Protected  against  mechanical  damage  by  a  continuous, 
corrugated  metallic  sheath. 

•  As  pliable  as  unsheathed  cable  because  of  its  corrugated 
design. 

•  Needs  no  separate  duct  or  conduit  in  any  environment. 

•  Nonferrous  sheaths  can  be  designed  to  function  as 
grounds  or  shielding. 

Simplex  C-L-X  is  impervious  to  liquids  and  gases,  is  re¬ 
sistant  to  all  forms  of  mechanical  damage,  and  is  as  pliable 
as  unsheathed  cable. 

Available  with  sheaths  of  steel,  aluminum,  copper  or 
bronze,  and  with  or  without  outer  plastic  jacketing. 
Simplex  C-L-X  provides  the  ideal  solution  for  almost  any 
in.stallation,  particularly  those  in  which  cable  life  is  limited 
by  .severe  ambient  conditions. 

Write  today  for  illu.strated  brochure  containing  application 
and  engineering  information. 


Cambridge,  Mass.  •  Newington,  N.  H, 


Simplex  C-L-X  combines  cable  and  duct  in  one  integrated  system.  Metal,  in  the 
form  of  a  continuous  flat  strip,  is  formed  into  a  welded  tube  around  the  insulated 
cable.  The  metal  tube  is  then  corrugated  to  form  Simplex  C-L-X. 
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Aluminum  Parallel  Compression  Connectors 


New  from  Anderson!  Exclusive  marking  system  on  the 
CPH  connector  itself  quickly  indicates  proper  connector 
to  be  used  with  conductor.  Color  lines  also  indicate  the 
number  and  location  of  crimps. 

Anderson  CPH  series  takes  the  “ups  and  downs”  out  of 


parallel  compression  connectors,  too.  CPU’s  are  reversible 
.  . .  either  groove  can  he  used  for  main  or  tap.  Fewer  sizes 
do  the  whole  job  better  .  .  .  and  easier.  Holding  tabs 
keej)  the  conductor  and  fitting  in  place  while  being 
compressed. 


HEADS  OR  TAILS  .  .  .  YOU  WIN  (left)  Reversible  CPH  allows  either  "step 
up"  or  "step  down"  tap  connections.  •  "EZY  TEAR"  PACKAGE  PRE¬ 
INHIBITED  GROOVES  (right)  Factory  inhibited  connectors  are  packaged 
in  individual,  easy-to-open  plastic  bags  for  maximum  protection,  minimum 
installation  time. 


LOOP  DEADENDING  (left)  No  threading  through  the  fitting  .  .  .  just  loop  wire, 
install  Dura  Squeeze,  and  crimp.  ■  EXTRA  PROTECTION  (right)  Grooves 
are  spaced  to  prevent  galvanic  action  between  dissimilar  conductors.  Com¬ 
pressed  connector  "holds  fast,"  to  keep  cable  strandmgs  m  original  rela¬ 
tionships,  provide  equal  contact  pressures,  increase  load-carrying  capacity. 


Research !  Quality  !  Performance  t  in  Aluminum  and  Hrome  Products 
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